Wells

Before the house construction is taken up, an open well or a bore well
has to be dug in the plot.

1.       East side well means it should be in the first half of the plot
towards North.

2.       Similarly, North side well means it should be >n the first half
towards East.

3.       A well in the West or South or South -West is a taboo.

4.       A well in the North -West or South- East is also not good.

5.       A well opposite to the gate or main door or opposite to doors
opening outside, is not advisable.

6.       A well in the centre of the building is also not correct.

Cellars

1.       The cellar should be in north or east or North-east portion of
Ground floor.

2.       The cellar constructed in south or west or south-west direction
will cause problems to inmates.

3.       North-east portion of cellar should be kept open as far as
possible.

4.       South-west portion could be used for storage etc.

5.       North-west or south-east portions of cellar could be used for
car parking or servant quarters etc.
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